Clean Energy Future Committee Meeting Agenda 
December 21, 2018 

8:00-9:00 a.m. 

Arlington Town Hall Annex, 2"'^ Floor Conference Room 


Introductions 


Review Committee Mission 


EEA Net Zero Planning Grant for Arlington, Melrose & Natick 


Preferred Meeting Frequency, Location & Timing 


Other Business? 


